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FOREWORD 

This Indian Standard (Part 6) (First Revision) was adopted by the Bureau of Indian Standards, after the draft 
finalized by the Piezoelectric Devices for Frequency Control and Selection Sectional Committee had been approved 

The objective of this standard is to specify the outline dimensions, pin spacing and alignment gauge for crystal 
unit holder of type CX. 

This Indian Standard is largely based on Sheets 20 and 2 1(b) of IEC 122-3 (1977), with Amendment No. 3 (1992), 
'Quartz crystal units for frequency control and selection — Part 3: Standard outlines and pin connections', issued 
by International Electrotechnical Commission (IEC). 

The revision has been undertaken to align this standard with the latest international practices, and tolerances of 
dimensions, which do not effect the replaceability, have been deleted. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, 
observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with 
IS 2: 1 960 'Rules for rounding off numerical values (revised)'. The number of significant places retained in the 
rounded off value should be the same as that of the specified value in this standard. 
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1 SCOPE 

This standard (Part 6) covers metal, solder-sealed, two 
pin crystal unit holder type CX intended for use in 
electronic equipment. 

2 REFERENCE 

The following Indian Standard is a necessary adjunct 
to this standard: 



IS No. 
4570 (Parti): 1983 



Title 

Specification for crystal 
unit holders: Part 1 General 

requirements and tests 
(first revision) 

3 TYPE DESIGNATION 

The metal, solder sealed, two pin crystal unit holder 



covered in this standard shall be designated as metal, 
solder-sealed, two pin crystal unit holder type CX. 

4 OUTLINE AND DIMENSIONS 

The outline and dimensions shall be according to 
Fig. 1 and Table 1. 

5 MATERIALS, CONSTRUCTION AND 
WORKMANSHIP 

See 5 of IS 4570 (Parti). 

6 MARKING 

See 6 of IS 4570 (Parti). 

7 TESTS 

See 7 of IS 4570 (Parti). 





i 




t 

t . 




T? 


Actual »lz£ 




^B 







=$" 



trs 



J. 



Fig. 1 Outline of Crystal Unit Holders 
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Table 1 Dimensions 
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3 A and B dimensions include an allowance for solder 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any 
form without the prior permission in writing of BIS. This does not preclude the free use, in the course 
of implementing the standard, of necessary details, such as symbols and sizes, type or grade designations. 
Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also 
reviewed periodically; a standard along with amendments is reaffirmed when such review indicates 
that no changes are needed; if the review indicates that changes are needed, it is taken up for revision. 
Users of Indian Standards should ascertain that they are in possession of the latest amendments or 
edition by referring to the latest issue of 'BIS Handbook' and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc: No. LTD 12 (1702). 
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